PC 40-Ill 


The Commodore MS-DOS® series of personal computers offers a complete 
package of outstanding computing power and versatile graphics right out of the 
box. And at a price you can afford. The Commodore PC’s come fully equipped 
with all of the memory and video display capabilities needed to run the 
MS-DOS® Operating System and virtually any IBM® PC compatibie software. 


The PC 40-IIl, using an 80286 microprocessor, provides both versatility and 
higher performance with three different clock speeds (6MHz, 8MHz, and 
12MHz). The PC 40-III is configured with 1MB of memory on the motherboard 
(expandable with memory cards to 16MB), one 51/4” 1.2MB floppy drive, one 
40MB hard disk and VGA graphics as standard. It features an Autocontig 
BIOS to simplify expansion, and contains four expansion slots (three 16 bit 
expansion slots and one 8 bit expansion slot). 
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GENERAL FEATURES 


SYSTEM 


SOFTWARE 


VIDEO 


KEYBOARD 
STORAGE 


EXPANSION 


POWER 


DIMENSIONS | 


PERSONAL COMPUTER 


IBM AT® Compatible 

MS DOS® Operating System, included 

» 1MB RAM for Advanced Applications 

One 1.2MB 51/4” Floppy Diskette Drive and 
one 40MB Hard Disk Drive 

VGA Graphics capabilities built into main board 


e Serial (RS232C) and Parallel (Centronics) Interfaces 
e Mouse port (with optional 1352 mouse and driver 


compatible with Microsoft® BUS type mouse) 
Three Full Length AT Expansion Slots and 

1 XT Full Length Expansion Slot 

Built-in Clock/Calendar with Battery Backup 
AUTOCONFIG® BIOS 


- Externally accessible DIP switches 


Professionally Designed Keyboard for ease of use 
Security Lock 


80286 Micro-Processor 

Socket for 80287 Math Co-Processor — 
1MB Byte RAM with 256K Video RAM 

6, 8, 12 MHz (Software Switchable) 
Mouse, Parallel and Serial Ports 

Floppy Drive controller and “AT’’ hard disk 
interface on motherboard 


MS-DOS® 3.3 with GW-BASIC 


VGA compatible video modes & CGA, MDA and 


Hercules Hardware Compatibility 


101 Keys - Enhanced Style Keyboard 


e One 1.2M Byte Floppy Drive 
e One 40MB Hard Disk Drive (28 ms or better) 
e Room for 2nd 51/4” or 31/2”’ Floppy Drive (with AT) 


or tape backup unit 


3 - full length AT slots 
1 - full length XT slot 


112V 50/60 Hz (CSA Approved) 
150 mm H x 385 mm D x 355 mm W 


Specifications. subject to change without notice. 

® |BM is a trademark of IBM, Inc. 

® MS-DOS is a registered trademark of Microsoft Corporation. 
® Hercules is a registered trademark of Hercules Inc. 

® Microsoft is a registered trademark of Microsoft Corporation. 
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